Sinclair  Memorial  Chapel,  Coe  College 
Cedar  Rapids,  Iowa 
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SINCLAIR  MEMORIAL 
4  CEDAR  RAPIDS,  IOWA  £ 

This  beautiful  chapel  with  a  seating  ca-  ^ 
pacity  of  1,200,  is  also  enjoyed  for  concerts  2 
31  and  plays.  ^Jhu^AJ  .4  .Vyy- 
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